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GENERAL PRECISION LABORATORY INCORPORATED #8 63 BEDFORD ROAD, PLEASANTVILLE, N. Y. 


TELEPHONE: ROGERS 9-5000 


_ OCT 2 - 1959 


Headquarters Detachment 
Bolling Air Force Base 
Washington, D. C. 


STATINTL 
Subject; Contract HF-2249 
Gentlemen: 
We are forwarding herewith Invoices 18272, 19353, 21369, 21852 and 
22187. 
Invoices 18272 and 19353 are for freight charges. 
Receipt of shipment of the last three invoices was indicated in your 
letter DPD-4782-59 dated July 13, 1959. 
Very truly yours, 
STATINTL 
Contract ministrator 
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